ANGELUS  BELLS 
These  four  giant  bells,  cast  in  West  Germany, 
ring  the  Angelus  and  also  every  hour  from 
6  A.  M.  to  9  P.  M.,  at  the  National  Shrine  of 
Our  Lady  of  the  Snows  in  Belleville,  Illinois. 
The  bells  rest  in  a  quiet  reflection  pool,  sur- 
rounded by  a  multi-colored  meditation  garden. 
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